To:  Joyce  Aekerman[Ackerman. Joyce@epa.gov] 

From:  Dhieux,  Joyel 

Sent:  Tue  8/4/2015  6:47:35  PM 

Subject:  IGCE  for  Silverton  Sampling 

Silverton  Sampling  IGCE  7.28.15.xls 


Hi  Joyce, 


Here’s  my  IGCE  for  the  Silverton  Sampling.  It’s  a little  over  $49,000;  not  quite  $50,000  but 
close  enough. 


Thanks  so  much! 


Joyel 


Joyel  R.  Dhieux 

Federal  On-Scene  Coordinator 

U.S.  EPA  Region  8 

Ph: 303-312-6647 

Cell:  720-441-9961 


1780838 


ED  000552B  00002398-00001 


